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WORK ORDER REQUEST 


STATOTHR 
m aa 
FROM: FROSECT SHOR HORN FOIAb3b1 


CHELI AIR FORCE STATION 
MAYWOOD AIR FORCE DEPOT 
MAYWOOD GALTFORNIA 


Ate: | 
ITEM PART NO LISTING NO NOUN UNIT QUAN 


‘le FRAM.29.20 6.0026 Amphenol Ext wa 2 
2s FP..F267 6-055 + Valve os i 
3. ¥D=1500 6.003902 ea 1 
he | 6.0020” Bladder ea 2 
53 Pe2AL8-3 6-0059" Hose 68. i 
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NOTE: REPARABLE ITEM'S FOR REPAIR AND RETURN - He 
6 -3-57 
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